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SUBJECT: BUDAPEST TELEPHONE DIRECTORIES 



THE DEPARTMENT HAS RECEIVED A REQUEST FOR TWO COPIES OF 
THE LATEST TELEPHONE DIRECTORIES FOR BUDAPEST. THE ONLY 
EDITION PRESENTLY AVAILABLE TO THE ENQUIRER IS THAT FOR 
1970. RUSH 
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